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ERRATA 


. 2. Last line, fer “‘ albatross” read 
“ adjutant-bird.”’ 

. 132. Read place of Capts. Ianich and 
Leon’s accident as “‘ Sevastopol ’’ (not 
Johannistal). 

. 194. Line 7, for “lights” read “sights.” 

. 197. Expt. IV., for 8° 30’ read 18° 30’. 


. 199. Expt. IV., for 28° 38’ read 20° 38’. 
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P. 201. Expt. I. (in air), for 33° read 
15° 33”. 

P, 202. Expt. IV., for 9° 30’ read 9° 30”, 

P. 214. Read title “ABC of Hydro- 
dynamics.” 

P. 244. Line 13, the third column of table 
should be headed small z instead of 
large Z. 
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